Richard Nixon Won Florida & Ohio but Lost the 1960 Election 
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Trump lost both Ohio and Florida in 2020, two states he won in 2016. 
No candidate has ever won both Florida and Ohio and lost. | won them both, by a lot! 


This is untrue. Richard Nixon lost the election in 1960 but won Florida and Ohio. However, it is true no 
Republican has ever lost Ohio and won an election. 
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